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3,129 (a> 

FEEDING. 


Section 3-129 Feeding. The food shall t>e whoJesome, palatable, and free from oontaminaliDn and of sutfficient 
quantity and nutritive value- Id maintain aJI anirYiala in qdod heallh. TTib diet shall be prepared with dcmsidaralidn for 
the age» species, condition, size, arxJ lype of the animal Animialg shall be led at least once a day eycepi as dictated 
by hibernalipn, velerinaiy freatment. normal faetS. gr plher pngfee^itTally aocefHed pracliceS- 
The lioensee was not rollowlns Ihe diel plan approved by the attending veterinarian. The plan slated lhal OASIS 
Prime Cal would be used as a supplement al Tgramg por 100 lbs. The licensee was usingi two producis labeled for 
human use al the tollowlng dosage; tour 5CH] mg Calaum laueta and one mulU-vilamln per animal per day . Dietary 
insuffioencies rrray lead to long-term metabolic disturbances the can affect the health of these animals. The diet plan 
must be reviewed by the ait-arHin^ velerirtarian and then Ibllcnvad by the licensee. 

To be corrected by March ^6. 201 0. 


This inspection and outbriefing was conducted at the Tulsa State Fairgrounds by the licensee, MiKe Tygad, 
Veterinary Medical Ofliear, and Jelf Saksr, Valerinary Msdical Oilicer. 
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